CRT Info BK PRECISION 
ADAPTER MODEL CR-5 


WIRING SCHEME 


SOCKET WITH WIRES — 527-049-9-00! CRT 
SOCKET WIRE 
PIN COLOR 
BLK 


YEL/BLU 
YEL/GRN 
WHT/RED 
YEL/RED 


NYLON RECEPTACLE GRN 
779 - 004-9-001 
\ PINS (SPECIFY QTY) BRN 


765-006-9-001 


30 60 90 120 
29 59 ge ¡¡e 
le 40 70 ¡00 


FITS CRT DIM ENSIONS: 
A = pin cirele diameter 15.24 mm/0.600" nom. i N 
a = angular pin spacing 450 N 


B = post diameter 11.15 mm/0.439" max. 


2.36 mm/0.093" max. BK PRECISION 
1.778 mm/0.070" max. 


C = keyway width 
D = keyway depth 


Maxtec International Corporation 
6470 West Cortland Street 
Chicago, Illinois 60635 
. Telephone: (312) 889-1448 


481-167-9-005B 


CR-5 
Used with B & K-Precision Models: 467, 470 


HEATER HEATER HEATER 
RE VOLTAGE VOLTAGE VOLTAGE 


250ACB22 470DNB22 M30JBC15X 
250AKB22 470DYB22 M30JBC20X 
250NB22 470FWB22 M30JBC30X 
330AB22 470KLB22 SD-28 
330AD22 470KXB22 SD-30 
330CB22 470KZB22 SD-31 
330GB22 520KB22 SD-38 
330LB22 520KTB22 SD-46 
400DNB22 570DB22 SD-56 
400DWB22 570EB22 SD-61 
400DYB22 570JB22 SD-78 
400EDB22 A53JBW00X SD-82 
400EHB22 A53JBW01X SD-88 
420KLB22 A53JCG00X SD-94 
470DLB22 M 30JBC10X SD-98 


Q2 Qo Qo Qo CO Q2 CO Ni 


CO W CO yn CO Co Co Co CO Co Co WW Co W 


PPPD D 
€» Q5 CO Ww Qo OD OD CO CO Q2 CO WwW w CO 


In order to keep your set-up chart up-to-date, it is recommended that 
you subscribe to the B & K-Precision chart mailing service. These mailings 
will occur in May and November of each year and will include all the tubes 
presently listed on your chart plus all new types of CRT's that have come 
out since the last mailing. 


If you wish to take advantage of this service, contact: 


B & K-PRECISION, Factory Service Department 
Maxtec International Corporation 
6470 West Cortland Street 
Chicago, Illinois 60635 
Telephone: (312) 889-1448 


For information on ordering a subscription. 
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